DOCKETED ITEMS       95

R. Periodic operating reports & related correspondence

9106050352 Forwards revised "Recorded Annual Whole Body Exposures," for
1987,1988,1989 & 1990,consisting of addl actual TLD exposure data in format for in-
clusion in NUREG-0713,Vols 10,11 & 12.

LEITCH.G.M. Philadelphia Electric Co. 91/05/29. Office of Nuclear Regulatory Re-
search (Post 860720). 1p. 57999:013-57999:017.

-9106050353 Revised "Recorded Annual Whole Body Exposures," 1987.

*  Philadelphia Electric Co. 87/12/31. 1p. 57999:014-57999:014.

-9106050354 Revised "Recorded Annual Whole Body Exposures," 1988.

*  Philadelphia Electric Co. 88/12/31. 1p. 57999:015-57999:015.

-9106050356 Revised "Recorded Annual Whole Body Exposures," 1989.

*  Philadelphia Electric Co. 89/12/31. 1p. 57999:016-57999:016.

-9106050359 Revised "Recorded Annual Whole Body Exposures," 1990.

*  Philadelphia Electric Co. 90/12/31. 1p. 57999:017-57999:017.

9106140180 Monthly operating repts for May 1991 for Limerick Generating Station,Units
1 &2.W/910607ltr.

MECK.K.,   LEITCH.G.M.   Philadelphia   Electric   Co.   91/05/31.   12pp.   58147:280-
58147:291.

S. Reportable occurrences, LERs & related correspondence

9106050248 NPDES noncompliance notifications 910512,cooling tower experienced
failure.causing large vol of cooling tower water to bypass normal blowdown discharge
pathway.Cooling tower will be inspected during mid-yr outage.

DOERING.J. Philadelphia Electric Co. 91/05/17. BAUER.R. Pennsylvania, Common-
wealth of. 4pp. 58003:340-58003:343.

9106050277 LER 91-011-00:on 910430,discovered that TS surveillance requirement for
two safeguards bus undervoltage relays not met since 910425-Caused by personnel
errors & deficient instructions.Cornmunication guidelines revised.W/910530 Itr.
MADSEN.G.J.,  DOERING.J.  Philadelphia Electric Co.  91/05/30.  6pp. 58009:121-
58009:126.

9106140068 LER 91-012-00:on 910508,reactor encl overpressurized & blowout panel
opened due to failure of 'C' reactor encl HVAC supply air fan.Fan power supply break-
er trip coil replaced & satisfactorily tested.W/910607 Itr.

MADSEN.G.J.,  DOERING.J.  Philadelphia  Electric Co.   91/06/07.  6pp.  58178:013-
58178:018.

DOCKET 50-353 LIMERICK GENERATING STATION, UNIT 2

F. Security, medical, emergency & fire protection plans

9106060047 Advises that portions of Revs 6 to security personnel training & qualifica-
tion plan.submitted via 900330 & 1212 Itrs.inconsistent w/provisions of
10CFR50.54(p).Encl withheld (ref 10CFR73.21).

JOYNER.J.H. Region 1 (Post 820201). 91/05/28. SMITH.D.M. Philadelphia Electric
Co. 2pp. 58010:316-58010:317.

9106110439 Notification of enforcement conference held at Region I ofc in King of
Prussia.PA to discuss findings of Special Physical Security Insps 50-352/91-12 & 50-
353/91*13.

KNAPP.M.R. Region 1 (Post 820201). 91/06/03. SMITH.D.M. Philadelphia Electric Co.
14pp. 58099:018-58099:031.

9106140214 Forwards insp rept 50-352/91-09 & 50-353/91-10 on 910324- 0427 &
notice of violation.

BLOUGH.A.R. Region 1 (Post 820201). 91/06/05. SMITH.D.M. Philadelphia Electric
Co. 3pp. 58128:001-58128:022.

-9106140222 Insp repts 50-352/91-09 & 50-353/91-10 on 910324-0427. Violations
noted.Major  areas  inspected:plant  operations,   radiation   protection,surveillance   &
maint.emergency preparedness,security,engineering & technical support.
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/05. 18pp. 58128:005-58128:022.

9106200182 Advises that NRC will exercise enforcement discretion & will not take en-
forcement action for violations noted in Insp Repts 50-352/91-12 & 50-353/91-13 re
failure of security personnel to follow procedure in response to lost badge.
MARTIN.T.T, Region 1 (Post 820201). 91/06/14. MCNEILL.C.A. Philadelphia Electric
Co. 3pp. 58200:190-58200:192.

H. General correspondence

9106070309 Requests to be removed from mailing list for listed plants.
DELGROSSO.K. Environmental Protection Agency. 91/05/28. NRC - No Detailed Af-
filiation Given. 1 p. 58039:092-58039:092.

P. Operating license stage documents & correspondence

9106070174 Requests for exemption from 10CFR55.53(e) re maintaining active status
of license for senior reactor operators limited to fuel handling & proposed frequency/
duration of LSRO requalification training.

BECK.GJ. Philadelphia Electric Co. 91/05/31. MURLEY.T.E. Office of Nuclear Reac-
tor Regulation, Director (Post 870411). 4pp. 58015:225-58015:228,

9106120285 Forwards safety evaluation re station blackout analysis for facility & SAIC-
91/6651.

CLARK.RJ. Project Directorate I-2. 91/06/03. BECK.GJ. Philadelphia Electric Co.
3pp. 58106:191-58106:238.

-9106120287 Safety evaluation re station blackout safety analysis.

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 91/06/03. 16pp.
58106:194-58106:238.

9106200025 Forwards summary of 910522 meeting 91-47 in King of Prussia, PA re
multi-site senior operator licenses limited to fuel handling.

BETTENHAUSEN.L Region  1   (Post 820201).  91/06/10. SMITH.D.M. Philadelphia
Electric Co. 15pp. 58161:107-58161:121.

9106240288 Advises that suppl 3 to generic Itr 89-10, "Consideration of Results of
NRC-Sponsored Tests of MOVs," acceptable.

CLARK.RJ. Project Directorate I-2. 91/06/14. BECK.G.J. Philadelphia Electric Co.
3pp. 58198:037-58198:039.

9106190240 Responds to util 901214 Itr re Generic Ltr 89-10,Suppl 3, "Consideration of
Results of NRC-Sponsored Tests of Motor- Operated Valves." Issue considered to
have been implemented as of data of util response.

CLARK.R.J. Project Directorate I-2. 91/06/16. BECK.G.J. Philadelphia Electric Co.
3pp. 58151:352-58151:354.

Q. Inspection reports, IE Bulletins & correspondence

9105090386 NRC Info Notice 91-032, "Possible Flaws in Certain Piping Sys Fabricated
by Associated Piping & Engineering." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411)   91/05/15.
Consolidated Edison Co. of New York, Inc. 85pp. 57906:176-57906:262.

9106040160 Forwards transportation & radwaste insp repts 50-352/91-13 & 50-353/91-
14 on 910429-0503.One unresolved item identified reflecting lack of appropriate train-
ing for authorized radioactive matl shippers at plant.

JOYNER.J.H. Region 1  (Post 820201). 91/05/23. SMITH.D.M. Philadelphia Electric
Co. 3pp. 57914:197-57914:207.

-9106040171   Insp repts 50-352/91-13 & 50-353/91-14 on 910429-0503.One unre-
solved item  noted.Major areas  insp:routine unannounced radwaste/transportation
insp.QA audits & surveillances, changes in radwaste personnel & programs.
NOGGLE.J.,   FURIA.J.,   PASCIAK.W.   Region   1   (Post   820201).   91/05/23.   8pp.
57914:200-57914:207.

9105230062 NRC Info Notice 91-033, "Reactor Safety Info for States During Exercises
& Emergencies." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/05/31.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:001-58146:087.

9105300331 NRC Info Notice 91-034, "Potential Problems in Identifying Causes of
Emergency Diesel Generator Malfunctions. " Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/03.
Consolidated Edison Co. of New York, Inc. 84pp. 58146:088-58146:172.

9106110439 Notification of enforcement conference held at Region I ofc in King of
Prussia.PA to discuss findings of Special Physical Security Insps 50-352/91-12 & 50-
353/91-13.

KNAPP.M.R. Region 1 (Post 820201). 91/06/03. SMITH.D.M. Philadelphia Electric Co.
14pp. 58099:018-58099:031.

9106140214 Forwards insp rept 50-352/91-09 & 50-353/91-10 on 910324- 0427 &
notice of violation.

BLOUGH.A.R. Region 1 (Post 820201). 91/06/05. SMITH.D.M. Philadelphia Electric
Co. 3pp. 58128:001-58128:022.

-9106140217 Notice of violation from insp on 910324-0427.Violation noted:failure to
maintain matl accountability on refuel floor.

*  Region 1 (Post 820201). 91/06/05. 1p. 58128:004-58128:004.

-9106140222 Insp repts 50-352/91-09 & 50-353/91-10 on 910324-0427. Violations
noted.Major  areas   inspected:plant  operations,   radiation   protection.surveillance   &
maint.emergency preparedness.security.engineering & technical support.
DOERFLEIN.LT. Region 1 (Post 820201). 91/06/05. 18pp. 58128:005-58128:022.

9106040339 NRC Info Notice 91-036, "Nuclear Plant Staff Working Hours." Svc list
encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 91/06/10.
Consolidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.

9106200182 Advises that NRC will exercise enforcement discretion & will not take en-
forcement action for violations noted in Insp Repts 50-352/91-12 & 50-353/91-13 re
failure of security personnel to follow procedure in response to lost badge.
MARTIN.T.T. Region 1 (Post 820201). 91/06/14. MCNEILL.C.A. Philadelphia Electric
Co. 3pp. 58200:190-58200:192.

R. Periodic operating reports & related correspondence

9106050352 Forwards revised "Recorded Annual Whole Body Exposures," for
1987,1988,1989 & 1990,consisting of addl actual TLD exposure data in format for in-
clusion in NUREG-0713,Vols 10,11 & 12.

LEITCH.G.M. Philadelphia Electric Co. 91/05/29. Office of Nuclear Regulatory Re-
search (Post 860720). 1p. 57999:013-57999:017.

-9106050359 Revised "Recorded Annual Whole Body Exposures," 1990.

*  Philadelphia Electric Co. 90/12/31. 1p. 57999:017-57999:017.

9106140180 Monthly operating repts for May 1991 for Limerick Generating Station.Units
1 &2.W/910607 Itr.

MECK.K.,   LEITCH.G.M.   Philadelphia   Electric   Co.   91/05/31.   12pp.   58147:280-
58147:291.

S. Reportable occurrences, LERs & related correspondence

9106140078 LER 91-013-00:on 910508.trains of SGTS declared operable & Tech Spec
Action 3.0.3 exited.Caused by cognitive personnel error. Blocking permits
reviewed.operations personnel counseled & existing guidance reviewed.W/910606 Itr.
MADSEN.GJ., DOERING.J. Philadelphia Electric Co. 91/06/06. 6pp. 58178:019-
58178:024.olidated Edison Co. of New York, Inc. 85pp. 58162:159-58162:244.                             j
